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Permission to XjOCk Dmer Room of G£'78 


1. Ro<mt OE7® liooses tlie OulcSt m«»€tlon Ceatef i^s^rsiory 

of the Resesrch lued Deveiopenent I^vlsIoOf OfDce of EJLINT. Coateloed 
in this room are various small tools aed electrical parts. In order to 
prevail ^e pilfering of these smsll tools and parts, w® request your 
spprovtkl for locking the inner door of tMs room. 

g. A survey will reveal that the outer corridor door leads to 
offtee apace. an Inner door leads to the Ishoratory. Contained la 
this lahoratory are four safety reqnest that s key be provided for 
this isner door. ThUi key would be mMntalned by cer^ln personnel 
of tifcs OEC Dsboratory and any buUdiag guards desired by your office. 

3, Tour approval or recommendations will be appreciated. 
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